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DOCKET 50-143 PHILIPPINES RESEARCH REACTOR

8. Utility Preliminary Safety Analysis Report, amends

9203160004 Advises that amends to listed licenses acceptable,as noted.
BECK.C.K. Atomic  Energy Commission  (Pre 750119).  59/01/19.  JOHNSON.LE.
Atomic Energy Commission (Pre 750119). 1p. 61316:228-61316:228.

DOCKET 50-146 SAXTON NUCLEAR EXPERIMENTAL FACILITY

P. Operating license stage documents & correspondence

9203090209 Forwards errata to "Saxton Nuclear Experimental Corp Final Release
Survey of Reactor Support Bldgs Rept."

HILDEBRAND.J.E. Saxton Nuclear Experimental Corp. HILDEBRAND.J.E. General
Public Utilities Corp. - GPU Service Corp. 92/03/03. Document Control Branch (Docu-
ment Control Desk). 6pp, 60892:021-60892:026.

9203130151 Forwards rev 2 to TS Change Request 53 to License DPR-4, removing re-
actor support bldgs & structures from TSs.per NRC 920206 request,
HILDEBRAND.J.E. Saxton Nuclear Experimental Corp. 92/03/06. Document Control
Branch (Document Control Desk). 2pp. 60931:058-60931:083.

-9203130158 Rev 2 to TS change request 53 to amend License DPR-4, requesting re-
moval of reactor support bldgs & structures from TSs.

HILDEBRAND.J.E. Saxton Nuclear Experimental Corp. 92/03/06. 15pp. 60931:060-
60931:074.

-9203130166 Rev 0 to 6675-PLN-4542.01, "Radiation Protection Plan."
HOLMES.R.D., GOOD,B.t HILDEBRAND.J.E, Saxton Nuclear Experimental Corp. 92/
03/04. 9pp. 60931:075-60931:083.

9203160207 Forwards Rev 3 to "Saxton Nuclear Facility Final Release Survey of Reac-
tor Support Bldg Rept." Rev prompted as result of 920203 meeting w/SNEC & NRC.
HILDEBRAND.J.E. Saxton Nuclear Experimental Corp. HILDEBRAND.J.E. General
Public Utilities Corp. - GPU Service Corp. 92/03/06. Document Control Branch (Docu-
ment Control Desk). 50pp. 61060:246-61060:295.

9203300265 Forwards notice of consideration of issuance of amend to license & pro-
posed NSHC determination & opportunity for hearing re 870922 request for amend to
license DRP-4.Amend revises description of bldg by removing outbuilding from TS.
ADAMS.A. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post
901216). 92/03/25. HILDEBRAND.J.E. Saxton Nuclear Experimental Corp. 3pp.
61122:086-61122:091.

R. Periodic operating reports & related correspondence

9203040331 Provides Fourth Quarter 1991 containment vessel sump results.On
911205,water was found in containment vessel sump.Results of water analysis indicat-
ed concentation of Sr-90 & Cs-137 exceeded limits.

HILDEBRAND.J.E. Saxton Nuclear Experimental Corp. 92/02/25. Document Control
Branch (Document Control Desk). 3pp. 60813:184-60813:186,
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9203060028 Ack receipt of 920117 Itr informing NRC of steps taken to correct violations
noted in insp repts 50-151/91-01 & 50-356/91-01.

NORELIUS.C.E. Region 3 (Post 820201). 92/02/28. JONES.B.G. Illinois, Univ. of.
Urbana. IL 1p. 60803:182-60803:182.

9203090133 Forwards mgt meeting rept 50-151/92-01 & 50-356/92-01 on 920131 re
results of recent NRC insp & 920117 response to insp.

NORELIUS.C.E. Region 3 (Post 820201). 92/02/28. JONES.B.G. Illinois, Univ. of,
Urbana, IL 1p. 60833:092-60833:096.

-9203090140 Mgt meeting repts 50-151/92-01 & 50-356/92-01 on 920131. Major areas
discussed:concerns identified during Dec 1991 insp.particularly changes in facility staff
mgt oversight of facility.

COX.C.R., BARGER.J.W., GREGER.LR.  Region 3 (Post 820201). 92/02/28. 4pp.
60833:093-60833:096.

9203240110 Forwards insp repts 50-151/92-02 & 50-356/92-02 on 920309- 10.No vio-
lations noted.

GREGER.LR. Region 3 (Post 820201).  92/03/18. JONES.B.G.  Illinois,  Univ. of,
Urbana. IL 1p. 61054:227-61054:231.

-9203240112 Insp repts 50-151/92-02 & 50-356/92-02 on 920309-10.No violations
noted.Major areas inspected:p!ans,procedures & revs.repts of safeguards events &
fixed site physical protection of SNM of low strategic significance.
BELANGER.J.L, CREED.J.R. Region 3 (Post 820201). 92/03/17. 4pp. 61054:228-
61054:231.

9203310117 Forwards insp repts 50-151/92-03 & 50-356/92-03 on 920309-10.No viola-
tions noted.

GREGER.LR. Region 3  (Post 820201). 92/03/20. JONES.B.G.  Illinois. Univ.  of,
Urbana. IL 2pp. 61127:025-61127:027.

-9203310123 Partiality withheld insp repts 50-151/92-03 & 50-356/92-03 on 920309-10
(ref 10CFR2.790).No violations noted.Major areas inspected:facility organization &
operation.shipping & receiving & measurement & statistical controls.
BELANGER.J.L, CREED.J.R.  Region 3  (Post 820201). 92/03/20.  1p. 61127:027-
61127:027.

DOCKET 50-155 BIG ROCK POINT NUCLEAR PLANT

f. Security, medical, emergency & fire protection plans

9203120011 Rev 131 to EP1P Vol 9A. including EPIPs 3A,3B,4A.4F.4J,5A-2, 6E.6F.6H &
61 w/revised coversheet & table of contents.W/ undated Itr.
BROWN.S.C. Consumers Power Co. 92/03/02. 58pp. 60918:275-60918:332.

9203180102 Forwards scope & objectives for 920616 Emergency Exercise.
BECKMAN.W.L Consumers Power Co. 92/03/09. Document Control Branch (Docu-
ment Control Desk). 5pp. 60977:070-60977:074.

9203240097 Discusses end 920213 FEMA Itr & associated final exercise rept of offsite
portion of plant emergency preparedness exercise conducted on 911022.No deficien-
cies identified during exercise.W/o ends.

GREGER.LR. Region 3 (Post 820201). 92/03/16. BECKMAN.W.L Consumers Power
Co. 2pp. 61053:341-61053:342.

F. Security, medical, emergency & fire protection plans

9203160239 Forwards changes to physical security plan & minutes of 920122 Reactor
Committee Meeting 5-9192 at which plan was approved.Changes withheld.
HOLM.R.L Illinois, Univ. of, Urbana, IL 92/03/10. Document Control Branch (Docu-
ment Control Desk). 5pp. 60969:248-60969:252.

9203190165 Revised emergency plan for Dept of Nuclear Engineering.W/ 920310 Itr.
HOLM.R.L Illinois, Univ. of, Urbana, IL 92/03/10. 32pp. 60996:313-60996:343.

9203240110 Forwards insp repts 50-151/92-02 & 50-356/92-02 on 920309- 10.No vio-
lations noted.

GREGER.LR. Region 3 (Post 820201). 92/03/18. JONES.B.G.  Illinois. Univ.  of,
Urbana. IL 1 p. 61054:227-61054:231.

-9203240112 Insp repts 50-151/92-02 & 50-356/92-02 on 920309-10.No violations
noted.Major areas inspected-.plans,procedures & revs.repts of safeguards events &
fixed site physical protection of SNM of low strategic significance.
BELANGER.J.L., CREED.J.R. Region 3 (Post 820201). 92/03/17. 4pp. 61054:228-
61054:231.

P. Operating license stage documents & correspondence

9203050037 Forwards discussion of reactor facility fuel inventory administrative prob-
lems previously discussed at 920131 meeting.Corrective actions include identification
& corrected licensing of all Al elements.

HOLM.R.L Illinois. Univ. of. Urbana, IL 92/02/24. ADAMS.A. NRC - No Detailed Affili-
ation Given. 5pp. 60852:169-60852:173.

Q. Inspection reports, IE Bulletins & correspondence

9203060362 Responds to NRC 920106 ttr re violations noted in Insp Rept 50-151/91-
01.Corrective actions:computer generated tickler/ calendar sys being utilized to
prompt when surveillances are required.

HOLM.R.L. HANG.D.F., JONES.B.G. Illinois. Univ. of. Urbana, IL 92/01/17. Region 3
(Post 820201). 7pp. 60840:341-60840:347.

9203060371 Responds to NRC 920106 Itr re violations noted in Insp Repts 50-151/91-
01 & 50-356/91-01 on 911204-06.Corrective actions: reactor supervisor removed from
duties & listed missing Reactor Committee meeting minutes reconstructed.
HOLM.R.L, HANG.D.F., JONES.B.G. Illinois, Univ. of, Urbana, IL 92/01/17. Region 3
(Post 820201). 7pp. 60840:329-60840:336.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York. Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203190286 Forwards amend 107 to license DPR-6 & safety evaluation. Amend re-
issues all pages plant TS to correct editorial errors which existed in previous TS docu-
ment.

STRANSKY.R. Project Directorate 111-1. 92/02/19. BECKMAN.W.L Consumers Power
Co. 3pp. 60972:018-60972:185.

-9203190290 Amend 107 to license DPR-6,reissuing all pages of plant TS.
MARSH.LB. Project Directorate 111-1. 92/02/19. 162pp. 60972:021-60972:182.

-9203190296 Safety evaluation supporting amend 107 to license DPR-6.
* Office of Nuclear Reactor Regulation. Director (Post 870411). 92/02/19.  3pp.
60972:183-60972:185.

9203020229 Notification of 920228 meeting w/util in Rockville.MD to discuss licensee
engineering evluation of failed core diffuser support stud,including licensee response
to NRC Region III confirmatory action Itr.

STRANSKY.R,   Project   Directorate    111-1.   92/02/25.   MURLEY.T.,   MIRGALIA.F..
RUSSELL.W. NRC - No Detailed Affiliation Given. 4pp. 60746:251-60746:254.

9203030006 Informs that licensee 920214 submittal documenting previously described
informal submittals re TR CPO2A rev 12 acceptable.per 10CFR50 App B.
MILLER.HJ. Region 3 (Post 820201). 92/02/27. HOFFMAN.D.P. Consumers Power
Co. 2pp. 60753:034-60753:035.

9203040291 Informs that NRC has not identified immediate concerns re capability of
MOVs within scope of suppi 3 to perform design basis function in event of pipe break
downstream of valves. Listed issues should be addressed.

STRANSKY.R. Project Directorate 111-1. 92/02/27. BECKMAN.W.L. Consumers Power
Co. 3pp. 60799:353-60799:355.003   Forwards   combined   insp   repts   50-054/92-02   &   70-0687/92-01   on
